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THIS DOCUMENT CONTAINS INFORMATION AFFECTING THE NATIONAL DEFENSE 
OF THE UNITED STATES WITHIN THE MEANING OF THE ESPIONAGE ACT 50 
U. S. C.. 31 AND 32. AS AMENDED. ITS TRANSMISSION OR THE REVELATION 
OF ITS CONTENTS IN ANY MANNER TO AN UNAUTHORIZED PERSON IS PRO> 
HIBITED BY LAW- REPRODUCTION OF THIS FORM IS PROHIBITED. HOW- 
EVER. INFORMATION CONTAINED IN BODY OF THE FORM MAY BE UTILIZED J 
AS DEEMED NECESSARY BY THE RECEIVING AGENCY. 
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L!,uays i n the h ai?bor a t iJoyoros si sk 


a, i’hez'e is a new stone jetLy 
or the harbor. In June it was 


on the vi/estern side 


piled high with timber* 
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vdiarf No* 5 * Ihis is in good repair and is used as an oil 
wharf by tankers. Passenger boats also berth there. Ihe 
tankers observed there were one and two thousand tons. The one 
passenger ship observed there v/^s about 450-500 feet in length. 


No. 4: This short quay is not in use and is covered 
with scrap iron. 


Vd zarf Mo. 5 ; Used for loading grain. No railway line on 
quay. Grain conveyed on belts one and a half miles fror. silo. 
The belts are enclosed in concrete and are about 12 feet above 
ground. There are three chutes for loading, one good, one bad, 
and one out of order* There is a gate about halfwtlj^y up the 
quay where all shore passes are examined* Grain ships lie 
alongside the wharfi^at the points where the chutes are located, 
ilie wharf is in fair condition but bulges on the west side. 

w’harf No* .21 There is a small corrugated iron building on 
the end of the wharf. Motor boous come alongside. 

hharf No. 1 ; Damaged. Not in use* 

g* Standard Oiling Pier : Demolished. Few concrete pillars 
■appear above water. 

h. Passenger Pier : Demolished. Pev; wooden oillars appear 
above water. 


2. Nev/ SMps : There are six new slips on the west side of harbor, 

TTiese cannot take anything larger than barges or small uugs. 

Slips for M/Ls and MTBs * On the east side of the harbor the 
basin nearest the town has been fitted wuth slios for K/Lb and 
MTBs. About 24 of the latoer types .were seen,, also several 
very flat German landing craft* 
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4. Q_ojlMin£, , , Mol 6 ; llie coastiiig mole Is a heap of rubble. 

5. Crsjri^s I'here are eight jibbing cranes on the large quav 
on tne_ eastern side of the harbor. 'fhese are probably 
exectric and can lift approximately ten to twelve tons, 
i’he quay appeared to be in good condition, 

6. »Veter is available on Vfharf No. 3, but the rumps 
work very slowly, and ships must supply their own hoses. 

iLb^ds; Fne road leading from the harbor into the town is 

in very bad condi tion, full o f ootholes and loose cobbles. 

fho scone bridge j | is Intact. 50X1 -HUM 

S- Pld Storage 'i*he cold storage plant has now been 

restored and is working. 


9. 


10 . 


11 . 


0 e rti Q t vtf Q p 1 V 3 ; liie old Gen nan cerriGnt 'work 
is completely wrecked. I'he other cement 
ly one mile southwest of the old one, is 


s 50X1 -HUM 

worKs , approximste- 
worklng. 


The town itself Is very badly damaged 
and no reconstruction work was observed. Such shoos os are 
open appear to be empty. 

G'raA0...ipa_dlnil_FacilJ^ W Grain loading (Wharf No, 3) ia 

slow. It took 58 housrs to load 2362 tons. All the trlmralng 
is done by girls. 
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